BOARD OF GOVERNORS OF CONCORDIA UNIVERSITY 


MINUTES OF THE MEETING OF THE BOARD OF GOVERNORS OF CONCORDIA 
UNIVERSITY HELD ON THURSDAY, SEPTEMBER 14, 1978 AT 12 NOON 
IN THE HALL BUILDING 


ATTENDANCE: Present were: Mr. C. A. Duff, Chairman, Mr. Dudley Dawson, Mr. G. T. 
Fisher, Mrs. B. J. Lande, Mr. C. S. Malone, Mr. P. M. McEntyre, Mr. D. 
W. McNaughton, Dr. R. W. Breen, Rev. A. Graham, S.J., Mr. H. J. 
Hemens, Prof. Graham Martin, Dr. J. W. O'Brien, Prof. David 
MacDonald, Dr. M. S. Dubas, S.J., Prof. John Miller, Prof, R.E. Wall, Mr. 
A. Lajoie, Mr. L. Palnick, Mr. E. Blitstein, Mr. John James, Mr.C. Berks, 
Mr. W. Pike, Mr. R. P. Duder, Secretary. 


Advisory Board: Mr. F. G. Hubbard, Mr. R. H. Hoppe and Rev. S. 
Drummond, S.J. 


Visitor: Mr. W. M. Reay 
1. Chairman's Remarks 


Mr. Duff welcomed the Governors back and solicited their support for the coming year. 
He suggested that if Governors had requests for information, they should first seek 
answers from Officers of the Board before bringing up these requests at a Board Meeting, 
so that valuable time would be saved at the meetings themselves. 


2» Minutes of the Previous Meeting (June 8, 1978) 


On a motion duly made and seconded, the Minutes of the previous meeting were 
approved. 


3. Committee 


Report and Financial Statements for the Year ending May 31, 1978 


Mr. Duff reported on the meeting of the Finance Committee, held on September 12, 1978, 
and drew attention to the Report and Financial Statements, which the Committee was 
recommending to the Board and Corporation for approval. 


Professor Martin gave the highlights of the overall situation, pointing out that 
Government grants had picked up past deficits so that the University had achieved a 
break-even position for the year under review. 


After some questions had been asked and answered, Mr. Duff complimented the Rector 
and his advisors on the excellent job they had done in the past academic year in the 
financial field. 


On a motion duly made and seconded, the Board agreed to adopt the Report and Financial 
Statements and refer it to the Corporation for approval. 


The Chairman reported that the Development Fund was making good progress. 
Rector's Remarks 


(i) Dr. O'Brien said that the Department of Education had recently undergone an 
almost complete change of personnel at the top in the University sector. He 
mentioned specifically the promotion of M. Jacques Girard and M. Pierre Van 
Der Donckt. 


(i1) Dr. O'Brien drew attention to the new colour scheme of the University houses in 
the neighbourhood of the Hall Building, adding that the scheme had aroused 
comments, not all of them favourable. 


Reports of the Vice-Rectors 


Enrolment - Fall 1978 


Father Graham reported that registration was still in progress but that, on the information 
presently available, relative to that of last year, Concordia is in a stable position on 
enrolments; there might even be a slight increase in full-time students. He added that 
registration had been done by computer this year on the Loyola campus. 


Small Units: Provost Wall 


Provost Wall reported briefly on the two new small units, the Institute for Women's 
Studies and the Centre for Mature Students, both of which have made a good beginning. 
He added that Lonergan University College would be located on the Loyola campus, that 
preparations for the Liberal Arts College were proceeding well and that work was being 
done on a proposal for a School of Community and Public Service. This last-named unit, 
which will emphasize bilingualism, will probably soon be presented as a project to 
Senate. 


Correspondence 


A letter of thanks had been received from Mrs. Helen Walsh of Toronto, thanking the 
Governors for the recent increase in pensions, and a letter from Mr. M. Levitt, thanking 
the Board for its letter wishing him a swift recovery from his recent illness. 


New Business 


(i) Standing Committees of the Board for 1978/79 


The list of members of the Board's Committees for 1978179 had been circulated to 
Governors before the meeting. It was passed as it stood with the following 
exception. Mrs. Lande requested that she be dropped from the Fund Procurement 
Committee because of pressure of business in another similar operation elsewhere. 


(ii) Foreign Student Fee 


Professor Martin proposed the following resolution, which was seconded and 


carried: 


"BE IT RESOLVED THAT the tuition fees for certain foreign students be: 


$150 per course for Engineering courses, and 
$ 50 per credit for all other courses, 


effective with the Fall 1978 registration. 


In this context, foreign students are those students defined as such in the 
"Directive Relative aux Droits de Scolarité Exigés des Etudiants Etrangers 
de Niveau Universitaire par les Universités du Québec" issued by the 
Department of Education in May 1978 and as modified by the related 
University decisions taken in April 1978. 


The tuition fees set out above are payable by all applicable independent, 
undergraduate and graduate students and Continuing Education students 
taking credit courses." 


(iii) | Change in student membership of Advisory Committee on Part-Time Students’ 


Affairs 


After the Rector had explained the need for Board action in the matter, and on a 
motion duly made, seconded and carried, the Board agreed to the replacement of 


Ms. Judy Abbott by Ms. Linda McDonald as a student member of the Advisory 
Committee on Part Time Students' Affairs for the 1978/79 academic year. 


(iv) Reception in Honour of the Board of Governors of McGill University 


The Chairman suggested that the Board invite the Governors of the Board of 
McGill University to a reception to be held on the first or second Wednesday of 
November in the Faculty Club of the Sir George Williams campus from 6:00 to 
8:00 p.m. The Governors agreed to this suggestion and the Secretary was 
requested to communicate with the Secretary of the Board of Governors of 
McGill University, expressing a preference for the first Wednesday, November 
Ist. 


(v) Election of a Governor 
Mr. Duff reminded the Board that Mr. H. E. Wyatt had resigned in the Spring. 
Mr. Duff announced that Mr. M. Brian Mulroney had agreed to join the Board to 


replace Mr. Wyatt. 


On a motion duly made and seconded, the Board accepted Mr. Wyatt's 
resignation. 


On a motion duly made and seconded, Mr. M. Brian Mulroney was nominated as 
a Governor of Concordia University. 


(vi) Rector's Reception 


Mr. Duff reminded the Board of the Rector's reception to be held on the seventh 
floor of the Hall Building, on Friday, September 15, 6:00 to 8:00 p.m. 


Date, Time and Place of Next Meeting 


On a motion duly made and seconded, the Board agreed that the next meeting would take 
place on Thursday, October 12th, 1978 at 6:00 p.m. on the Loyola Campus. 


10. Adjournment 


There being no further business, the meeting terminated at 1:30 p.m. 


R. P. Duder 
Secretary of the Board 


September 1978 
RPD: jgm 


